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In this picture, painted by the late Sir William Orpen, R.A., and hung in the Diploma Gallery

of the Royal Academy, we have a brilliant portrait of the chef in the Hotel Chatham, Paris. There

is real life, rich humanity and great technical brilliance in this painting, which would pair admirably

with the famous Portrait of a Tailor by Moroni.
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